To:  gframbo@clark-technology.com[gframbo@clark-technology.com] 

Cc:  R8EISC[R8EISC@epa.gov] 

From:  Brogden,  Rose 

Sent:  Fri  8/14/2015  6:26:41  PM 

Subject:  Re:. ..technology  company...  Form  submission  from:  Emergency  Response  to  Gold  King  Mine 

Release  Contact  Us  About  Emergency  Response  to  the  Gold  King  Mine  Release  form 

Hello, 

The  US  EPA  has  prepared  the  following  information  resource: 

EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to  ensure  the 
safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated  by  the  Gold  King 
Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the  public  as  experts  work  to 
evaluate  any  effects  the  spill  may  have  on  drinking  water,  public  health,  agriculture,  fish  and  wildlife. 
Please  see  our  website  for  the  latest  information:  http://www2.epa.gov/goldkingmine 
Regular  updates  will  be  posted  as  they  are  available. 

EPA  Hotline:  844-607-9700  (toll-free) 


From:  drupal_admin@epa.gov  <drupal_admin@epa.gov>  on  behalf  of  EPA  <drupal_admin@epa.gov> 
Sent:  Friday,  August  14,  2015  6:13  PM 
To:  R8EISC 

Subject:  Form  submission  from:  Emergency  Response  to  Gold  King  Mine  Release  Contact  Us  About 
Emergency  Response  to  the  Gold  King  Mine  Release  form 

Submitted  on  08/14/2015  2:13PM 
Submitted  values  are: 

Name:  George  Frambo 

Email  Address:  gframbo@clark-technology.com 
Comments: 

We  are  responding  to  the  Gold  King  Mining  spill.  We  are  a technology  company 
with  a patented  chemical  free  solution  that  can  process  any  liquid  waste 
streams  on  site  including  mining  waste.  We  have  the  ability  to  recover 
resource  from  waste  streams  including  mining  wastewater.  We  can  prevent 
future  mishaps  at  other  closed  mines  containing  large  volumes  of  contaminated 
wastewater.  We  can  recover  cyanide  and  other  metals  found  in  these  large 
volumes  of  wastewater.  The  water  quality  we  process  is  far  higher  than  the 
standard  set  by  EPA  for  drinking  water  according  to  the  Minnesota  Pollution 
Control  Agency  (MPCA).  The  processed  water  can  be  release  into  anybody  of 
water  or  the  environment  for  recharging.  We  are  ready  to  demonstrate  the 
ability  of  our  technology  as  we  are  currently  doing  in  the  Metal  Plating 
Industry,  Onsite  Leachate  treatment  at  landfills,  brewery,  hospitality 
industry,  pulp  & paper  and  other  industrial  waste  streams. 

We  have  a portal  demonstration  unit  and  are  ready  to  meet  with  the  EPA  in 
your  efforts  to  finding  a workable  solution  to  a very  challenging  problem. 

George  Frambo 
651-343-4629 
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